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United States Department of State 

Offict of tfit Secretary 



SECRET/SENSITIVE 



CHINESE FOREIGN MINISTER WD XUEQIAN 
February 3 



KEY OBJECTIVES 



1. Exchange views on regional issues- 
Soviet Union (including arms control), 
Kampuchea, Afghanistan, and Korea. 

2. Express appreciation for Chinese 
halt of methaqualone. 



^- BEAR IN MIND 



1. You will want to reserve the 
Middle East and Africa for meetinq 
with Zhao. 



ADDITIONAL OBJECTIVES 

1. Respond as appropriate to 
bilateral irritants, such as Taiwan, 
asylum cases, and China's criticism of 
us foreign policy. 

2. Discuss Latin America if time 
permits. 
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